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THROWBACK THURSDAY 

Huron Portland 
Cement Co. 

In the 1960s, LaFarge North America’s cement storage and distribution operation on 
the Fox River was owned by Huron Portland Cement Co. 

The facility is located on the west side of the Fox River at the end of Ninth Street. 

» Order a reproduction of this and other photos from the Neville Public Museum of 
Brown County at http://photos.nevillepublicmuseum.org. 
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The Huron Portland Cement Co., 125 Ninth St., in the 1960s 


The LaFarge cement distribution facility, 125 Ninth St. in Green Bay, 










